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Tuesday - 12 December 1978 


Pos Fea) LIAISON Received a call 
from Marie Hertslet, Senate sclect Committee on Intelligence 


staff, who informed me that the Committee was interested 
in purchasing briefcases like ones used by NFAC. After 
checking I told her of the company which produces them. 


14. [ LIAISON Richard Kaufman, 
General Counsel, Joint Economic Committee, received a 


briefing on Mj fers, Participating from 
OSR/NFAC were 
The briefing covere Te extent Of arms receive 


Middle East countries and the impact on the total force 
structure. 


Ue er! ADMINISTRATIVE DELIVERIES 
Delivered to Audrey Hatry, Senate Select Committee on 


Intelligence staff, answers to Mike Epstein's, also of the 
Committee staff, questions about thef —«ddease. 25X41 
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Friday - 8 December 1978 


V3 LIAISON Talked with Hal Ford, 
Senate S On Intelligence staff, of 


the schedule of meetings I had set up for him with 
and[_ dS SDDO, for today. 


8. eres LIAISON Talked with Audrey Hatry, 
Senate Se mittee on Intelligence staff, Bill Miller, 


Committee Staff Director, and Ted Ralston, also of the Committee 
staff, regarding the word we had gotten that Chairman Birch 
Bayh (D., Ind.) would be visiting contractor facilities on the 
West Coast in January. Miller knew nothing about the trip. 
Hatry indicated the Senator had speaking engagements in Aspen, 
Colorado, on 10 January, Los Angeles on 11 January and Chicago 
on 12 January, and would visit contractor facilities on this 
trip if arrangements could be made. Ralston indicated he knew 
nothing about a trip by Senator Bayh but indicated the staff was 
attempting to convince Senator Adlai Stevenson (D., I11.) to 
make the trip the third week of January. Ralston also asked 


me to make available a copy of the 1957[7 —sleprt 
regarding overhead reconnaissance. 


LIAISON Met with Angelo Codevilla 
ommittee on Intelligence staff, who asked me 
whether an intern in Senator Malcoin Wallop's (R., Wyo.) office 
by the name of Emma Sharon could meet with an analyst on an 
unclassified level to discuss the U.S.S.R. Sharon will be 
traveling to Russia in two wecks. et reluctantly agreed to see 


what could be done. idl NA -Rip Hs) d984R000400160003-8 
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Thursday - 7 December 1978 


s i Ie fd tai Received a call from 
Hal Ford, sSenaté sé ee on Intelligence staff, who 


asked for former NIO/Near East and 
South Asia 


or 


Ford also renewed his previous request to review 


—¢——— LIAISON Received a call from 
Mike Epstein, Senate selec ommittee on Intelligence staff, 


who wanted to forward information to Robert Gambino, D/OS, 
about the case, specifically, the disappearance 


of a partitular document. The information was passed to Gambino. 


13. Pee ae Accompanied[ sd 
NIO/East Asia and Pacitic, Poe ON 


Proliferation/NFAC, to a meeting 0 @ East Asia Study Group 
of the Senate Armed Services Committee regarding Korea. The 
meeting was one of a series being held in preparation for the 


trip to Asia by a number of Members of the Committee in January. 


(See Memorandum for the Record.) 


7 4 nel ADMINISTRATIVE DELIVERIES 
Delivere ) an spence, senate Select Committee on Intelligence 


staff, a letter from myself to Hal Ford, also of the Committee 
staff, regarding next week's HUMINT Seminar; and a letter from 
myself to Mike Epstein, also of the Committee staff, regarding 


his question on the a 
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, also of the Committee staff, would like to attend. 
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